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  Freezer


  


  Freezer is Dangerless’s partner. Freezer will also help people from getting themselves into danger. One strategy she uses is she will freeze somebody and will ask them, would God want you to do this!
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  Water Girl


  


  Water Girl can turn anything she wants into water even people. The only people she can turn into water though are bad guys. She can also make floods to destroy anything that is bad.
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  Safety


  


  Safety will help kids stay safe so they don’t hurt their selves or so they don’t get

  themselves in trouble.
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  Glitter Girl


  


  Glitter Girl uses her superhero powers for good and bad things. She can use it to make people happy which is good; but also she can use it to shoot glitter in someone’s eyes or something!
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  Sunshine


  


  Sunshine is the nicest superhero ever! She will give you flowers and she can make the

  sun shine on a rainy day!
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  Icy


   


  Icy the next superhero will turn everything into ice when she walks; when she is mad, she can shoot ice out of her hand.


  Introducing the Villains
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  X-Finney


   


  X-Finney who is a Captain villain lives in villain world and has been trying to destroy the hero’s and hero world for about 50 years now!
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  Dr. Scuttle


  


  Dr. Scuttle is an evil scientist who works for

  X-Finney. He makes evil potions. He also made the soda that let's X-Finney control everyone on Earth who drank this soda. Dr. Scuttle has a very important job, and is very good at it.
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